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Customer ID: 523 
Certificate: 31*R-0010 

Site: 001 

HCRC VIVARIUM 

Inspection 

Type: ROUTINE INSPECTION 
Date: JAN-26-2005 


All items in compliance at this site. 
Last inspection: 7/29/2004 
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